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AMS 5517/ 
(OMITTED) MIN 1/4 HARD 5518/5902/5519 75 125 
D OR ASTM A666 D 
AMS 5901 OR 
AMS 5517 OR 
AMS 5518 OR 
AMS 5902 OR 
ASTM A666 
a SPECIFICATION CONTROL DRAWING 
NOTES: COMPRESSIVE STRENGTH VARIES SIGNIFICANTLY DEPENDING ON GRAIN DIRECTION. : 
CARE IS REQUIRED FOR USE IN COMPRESSIVE LOAD APPLICATIONS. PURROAEE WALTERS BIGIEOT STANEReS STEEL SHEET 
DESIGN VALUES ARE LOWER THAN SPECIFICATION MINIMUMS, REFER TO MMPDS. SPECIFICATION: PER MATERIAL CONDITION TABLE 
Cc Cc 
FINISH: UNPOLISHED NO. 2B 
PART NUMBER: M301S[TT]GA-[HHH] 
WHERE "TT" = GAUGE THICKNESS PER GAUGE THICKNESS REFERENCE TABLE 
WHERE "HHH" = MATERIAL CONDTITION PER MATERIAL CONDITION TABLE 
EG.: 16 GAUGE STAINLESS STEEL SHEET 2B FINISH 1/4 HARD MINIMUM = M301S16GA 
EG.: 19 GAUGE STAINLESS STEEL SHEET 2B FINISH 1/2 HARD = M301S19GA-H50 
GAUGE THICKNESS TABLE 
B NOMINAL THICKNESS NOMINAL THICKNESS B 
THICKNESS RANGE THICKNESS RANGE 
0.0066 | _0.0056-0.0076 
0.0070 | _0.0060-0.0080 
0.0068-0.0088 0.0470-0.0530 
0.0086 0.0076-0.0096 0.0532-0.0592 
0.0094 0.0084-0.0104 0.0625 0.0595-0.0655 ~ | ADDED GAUGE NUMBERS 27 T0 38, THICKNESS RANGE] 1 | panos 
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